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TOBACCO INSTITUTE ' TESTIH<^ABORATORY 
MARKET SA MPLE 31^ 

TEST RESULTS^' PHILIP HCKKlS BRANDS 


Broad “Tar” 

/ mUsis. 

^Alpine KFMSP. ....... ..... 17 

"Banscn & Hedges KFHP............ . IS 

'-Benson & Hedges 100's lOOFHP.,.. 17 

'-■''"Benson 6 Hedges 100'a 100FKHP...................... 17 

v^enson 6 Hedges loo's 100FSP.... 17 

^Benson & Hedges 100'e lOOFMSP. 17 

"Benson & Hedges Deluxe Ultra Lights lQO's lOOFHP... 5 
Benson fi Hedges Deluxe Ultra Lights IOC's 100FHHP.. 5 

*Benson & Hedges Lights loo's lOOFSP................ 11 

Benson & Hedges Lights loo's Iocfmsf............... n 

"Benson & Hedges Multifliter KFSP................... 11 

Cainbridge Full Flavor kfsp. 17 

Cambridge Full Flavor 100's lOOFSP................. 17 

"Cambridge Lights KFSP... is 

Cambridge Lights KFMSP.12 

Cartridge Lights lOO'a 100FSP. 12 

Cambridge Lights 100'S lOOFMSP..................... 12 

"Cambridge ultra Low Tar loo's lOQFSP. 5 

"English Ovals KHFHP., 24 

"Marlboro KFHP... 17 

V "Marlboro kfsp. 17 

"Marlboro KFMSP... 17 

Marlboro 100's lOOFHP... 17 

Marlboro lQO's lOOFSP. 17 

Marlboro 25's KFSP, .. 17 

Marlboro Lights KFHP, .. 11 

"Marlboro Lights KFMHP... lo 

Marlboro Lights KFSP... 11 

"Marlboro Lights KFMSP.. lo 

"Marlboro Lights loo's ioofbp....... 11 

"Marlboro Lights 100's ioqfhmp... 10 

"Marlboro Lights loo's lOOFSP... 11 

"Marlboro Lights loo's lOOFMSP...................... n 

Marlboro Lights 25 'a KFSP.11 

"Marlboro 100's Red lOOFHP.... is 

Marlboro 100's Red lOOFSP... 17 

Merit KFHP. b 

Merit KFSP. 8 

Merit KFMSP... 8 

Merit 100'S lOOFSP.,..,.. ... 10 

Merit 100's lOOFMSP.. .. 10 

"Merit Ultra Lights KFSP.. 4 

Merit Ultra Lights KFMSP... 5 

"Merit Ultra Lights 100'S lOOFSP. 5 

"Merit Ultra Lights IOC's lOOFMSP. $ 


•’Nicotine ' 1 

ag/oiq 

1.1 

1.3 

1.2 

1.2 X 
1.2 

1.2 
0.4 
0.5 
0.8 
0.8 
0.9 
1.1 
1.2 
0.9 
0.8 
0.9 
0.9 
0.4 
1.9 
1.1 
1.2 
1,2 
1.2 
1.2 
1.1 
0.8 
0.8 
0.8 
0.8 
0.9 
o.a 
0.9 
0.9 
0.8 
1.2 
1.2 
0.6 
0.6 
0.6 
0,3 
0.8 
0,4 
0.4 
0,5 
0,5 


* Indicates revision from Federal Register report {1/17/89} 
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Source: https://www.industrydocuments.ucsf.edu/docs/sqlk0001 
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TOBACCO INSTITUTE TESTING LABORATORY 
MARKET SAMPLE 31 

TEST RESULTS - PHILIP MORRIS BRANDS 


B ran d 


^Parliament Lights kfhp... 

Parliament Lights KFSP, 

Parliament Lights loo's ioofsp.,,,, 
*Philip Morris commander KNFSP....., 
♦Philip Morris International lOOFHP., 
Philip Morris International 100FMHP 
Players RNFHF... 


Players KFHP...................... 

Players kfhhp,.. 

Players 100's 100FHP...... . 

Players 100'e 10QFMHP.. 

Players Lights 25's KFSP......... 

Players Lights 25'a kfmsp........ 

♦Players 25'a Lights loo's Ioofsp. 

Players 25's Lights 100's 1D0FMSP 
♦Saratoga 120's 130FHF............, 


Saratoga 120's 120FMHP............. 

Virginia Slims IOOFSP.............. 

Virginia Slims 100FMSP.... 

Virginia Slims Lights 100FHP....... 

Virginia Slims Lights lOOFMHP...... 

v^virginia Slims Lights 120's 120FHF, 
i^Virginia Slims Lights 120's 120FMHP 



"Tar” 

asa/cio 

10 

9 

12 

26 

17 

17 

25 

12 

12 

14 

14 
10 
10 
12 
11 

15 
15 
15 
15 

9 

9 

IS 

15 


"Nicotine" 

—ms/jais 

0.7 

0.7 

1.0 

1.6 

1.2 

1.1 

1.7 

0.8 

0.8 

1.0 

1.0 

0.7 

0.7 

O.S 

0,8 

1.1 

1.1 

1.1 

1.1 

0.7 

0.7 

1.1 

1.1 


* Indicates revision from Federal Register report {1/17/89) 
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